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Belgian  Draft  Horse  Corporation  of  America  H.  J,  Brant,  Secretary, 

161  Ferry  Street,  ’'Jabash,  Indiana. 


Clydesdale  Breeders  Association  of  United 
States 


Misq  Margaret  Coridan,  Secretary, 

840  Exchange  Avenue,  Union  Stock  Yards, 
Chicago,  Illinois. 


American  Shire  Horse  Association 


E.  F.  Fox,  Secretary, 

319  East  Fourth  Street,  Des  Iioines, 


American  Suffolk  Horse  Association 


J.  G.  Truman,  Secretary, 
Bushnell,  Illinois, 


Percheron  Horse  Association  of  America 


Ellis  McFarland,  Secretary, 

9  Dexter  Park  Avenue,  Union  Stock  Yards, 
Chicago,  Illinois. 


LIGHT  HORSES 


American  Hacloiey  Horse  Societj^ 

American  Saddle  Horse  Breeders  Association 

The  United  States  Trotting  Association 

The  Arabian  Horse  Club  of  America,  Inc. 

German,  Hanoverian,  and  Oldenburg  Coach 
Horse  Association  of  America 

The  Jockey  Club 

4i  The  Morgan  Horse  Club,  Inc. 

Cleveland  Bay  Association  of  America 


Gurney  C.  Gue,  Secretary, 

Box  536,  Merrick,  Long  Island,  Nev;  York 

Charles  J.  Cronan,  Jr.,  Secretary, 
204-206  Urban  Building, 

Lou.isville,  Kentucky, 

Hill  Gahagan,  Registrar, 

Goshen,  Hew  York. 

Alfred  R.  '/att.  Secretary, 

Barrington,  Illinois. 

G,  R,  Crouch,  Secretary, 

La  Fayette,  Indiana. 

Fred  J.  E,  Klees,  Registrar, 

Postum  Building,  250  Park  Avenue, 

Hew  York,  Hevr  York, 

Frank  B,  Hills,  Secretary, 

90  Broad  Street,  Hew  York,  Hev;  York. 

A.  Mackay  Smith,  Secretary, 

Uhite  Post,  Virginia. 


The  American  Shetland  Pony  Club  Miss  Julia  M.  Uade,  Secretary, 

La  Fayette,  Indiana. 

The  Welsh  Pony  and  Cob  Society  of  America  Miss  Julia  M.  Wade,  Secretary, 

La  Fa^'-ette,  Indiana, 

JACKS  Am  JEHHETS 

Standard  Jack  and  Jennet  Registry  of  America  William  E,  Morton,  Secretary, 

501  Scarritt  Building, 

Kansas  City,  Missouri, 

This  list  is  compiled  and  distributed  for  convenience  in  ansv/ering  inquiries, 
and  does  not  imply  official  endorsement. 


